KENTUCKY DIVISION OF STATE PARKS* FRANKFORT* KY 


Cumberland Falls State Park is eighteen 
miles southwest of Corbin, Ky., and northwest 
of Williamsburg, Ky. The waterfall, 68 ft. 
high, is one of Kentucky's principal attrac¬ 
tions. At times the falls reflect a unique 
"Moonbow." 
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